GLENSIDE  METHODIST  CHURCH 
Easton  Road  at  Menio  Avenue 
Glenside,  Pennsylvania 

Founded  October  16,  1851,  the  present  sanctuary 
was  consecrated  to  the  honor  and  glory  of  God  on 
Sunday,  May  8,  1955.  Of  Gothic  architecture,  it 
has  a  seating  capacity  of  550  persons.  Its  stained 
glass  windows  depict  the   life  of  Christ. 
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